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during the time that his machine was building. He
also obtained the assistance of Andrew F. Bauer, an
ingenious German mechanic. His first patent was
taken out on the 2Qth March 1810, a second in 1812,
a third in 1814, and a fourth in 1816. The first
machine is said to have taken three years to build,
and upon its completion was erected in Bensley's
office in Bolt Court. There seems to be considerable
uncertainty as to what was the first publication
printed on it. Some say it was set to work on the
Annual Register, one writer1 asserting that in April

1811,  3000 sheets of that publication were printed
on it; but Mr. Southward, in his monograph Modern
Printing, confines himself to the statement that two
sheets of a book were printed on the machine in

1812.    Curiously enough neither Bensley's publi-
cation, the Annual Register, nor the Gentleman's
Magazine, take any notice of the new invention,
although in the Gentleman's Magazine for 1811 there
is a notice of a printing machine invented at Phila-
delphia, which apparently embodied all the same
principles   as   Koenig's   (Gent.   Mag., vol.   Ixxxi.

P- 576).
In 1814 John Walter, the second proprietor of

the Times, saw Kcenig's machine, and ordered one
to be supplied to the Times office, the first number
printed by steam being that of the a8th November
1814. This machine was a double cylinder, which

1 The History of Printing.   London : Printed for the Society for Pro-
moting Christian Knowledge, 1855, 8vo.